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IMPORTANT INFORMATION WHEN ORDERING 


FINISHES AND GLASS —To enable us to make prompt 
shipment of your order, it is important to specify stand¬ 
ard finishes and glass as listed. All fixtures furnished 
less bulbs. 

PRICES —Subject to change without notice. All prices 
are F. O. B. factory. 

SHIPPING INSTRUCTIONS —Specify whether shipments 
are to be made by steamship, freight, express, or parcel- 
post. In the absence of specific instructions, our shipping 
department will use its best judgment. 

CLAIMS —Claim for shortage must be made within five 
days after receipt of merchandise. All goods should be 
carefully examined upon receipt and claims for break¬ 
age or damage taken up directly with the transporta¬ 
tion company. Our responsibility for the condition of 
shipment ceases when accepted by the transportation 
company. However, we offer our cooperation to assist 
in collecting such claims where possible. 

RETURN GOODS —No merchandise will be accepted 
for credit or exchange without first obtaining our written 
authorization. 

NEW ACCOUNTS — Accounts desiring to establish 
credit must have a satisfactory DUN and BRADSTREET 
rating or are required to furnish trade references. 

C. O. D. SHIPMENTS— A 25% deposit is required with 
all C. O. D. orders. 
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12 OUTSTANDING FEATURES 

of PROGRESS Semi-Rccesscd Built-In Light Boxes 

FOR RESIDENTIAL AND COMMERCIAL INSTALLATIONS 



1 MAXIMUM EFFICIENCY CHROMIUM CRIMP 
’ REFLECTOR —Makes possible a uniform dis¬ 
tribution of light. 

SPOT WELDED —All Progress boxes are elec- 
L trically spot welded, which makes them more 
durable than other makes of recess boxes, and 
also insures a satisfactory installation. 

3 FRAMES are mounted with special adjustable 
screws that are furnished with each box. 

A PROBLEM SOLVED —No more dark ceilings. 
4 Side glass panels, an advantageous feature, 
illuminate but throw no shadows on ceiling. 
All units equipped with Flashed Opal glass. 


7 APPROVED —These boxes are constructed in 
* accordance with the specifications of the Un¬ 
derwriters' Laboratories, Inc. U. L. Labels at¬ 
tached. 

Q All boxes constructed of heavy gauge GAL- 
U VAN IRON, which is rust-resisting and non- 
corrodible. 

Q FRAMES made of SOLID BRASS (22 B & S 
J GAUGE) and finished in a lustrous, polished 

CHROMIUM PLATE. 

If] ECONOMY —Progress recessed boxes are par- 
ticularly designed to give more light with less 
lamp wattage, and consequently render com¬ 
plete customers' satisfaction. An infinite sav¬ 
ing to the user in the cost of electric current 
ensues within a short period of time. 


5 CONCEALED TERMINAL RECEPTACLE (Under¬ 
writers' Approved)—No loose electric wires in 
box. 

p ASBESTOS LINED V4" THICK which makes 
0 these boxes heat resistant. 


It NO LAMP SPOTS —Due to the construction of 
11 these boxes, you are assured of uniform bright¬ 
ness and no lamp spots on the glass. 

in EYE APPEAL — Impressiveness, Beauty and 
Ifc Economy are permanent features of the Prog¬ 
ress recessed lights. 
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Listed and Approved by Underwriters’ Laboratories, Inc. 

SEMI-RECESSED BUILT-IN LIGHT BOXES 



No. UL403 No. UL402 


Cat. 

No. 

Box Size 

Frame Size 

No. of 
Lights 

Lamp Size 

UL402 

63/ 4 x 63/ 4 x 41 / 4 " 

8 x 8" 

1 

60 watt 

UL403 

43/4 X 73/4 x 41/4" 

6 x 9" 

1 

60 watt 

UL404 

83/ 4 x 83/ 4 X 41/4" 

10 x 10" 

1 

100 watt 

UL405 

6/4 X 10 3 / 4 x 41/4" 

71/2 x 12" 

1 

100 watt 

UL407 

43/4 X 143/4 X 41 / 4 " 

6 x 16" 

2 

50 watt 

UL408 

103/4 X 103/4 X 41 / 4 " 

12 x 12", 

1 

150 watt 


NOTE: Frames of the UL300 and UL400 units are interchangeable, thus enabling the 
user to make a semi-recessed box from a flush box or vice-versa. 
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Listed and Approved by Underwriters’ Laboratories, Inc. 

FLUSH BUILT-IN LIGHT UNITS 


Cat. 

No. 

Box Size 

Frame Size 

No. of 
Lights 

Lamp 

Size 

UL302 

63 / 4 x 63 / 4 x 4V 4 '' 

8 x 8 " 

1 

60 watt 

UL303 

43/ 4 X 73/4 x 41 / 4 " 

6 x 9" 

1 

60 watt 

UL304 

CO" 

00 

X 

1 

CO' 

00 

10 x 10" 

1 

100 watt 

UL305 

61/4 x 103/4 x 41 / 4 " 

71/2 x 12" 

1 

100 watt 

UL307 

43/4 X 143/4 X 41/4" 

6 x 16" 

2 

50 watt 

UL308 

103/4 X 103/4 X 41 / 4 ” 

12 x 12" 

1 

150 watt 


NOTE: Frames of the UL300 and UL400 units are interchangeable, thus enabling the 
user to make a semi-recessed box from a flush box or vice-versa. 



No. UL303 



Listed and Approved by 

ROUND FLUSH 


Underwriters’ Laboratories, Inc. 

BUILT-IN LIGHT UNITS 



No. UL1108 


Cat. 

No. 

Box Size 

Frame Size 

No. of 
Lights 

Lamp 

Size 

UL1108 

7" diam. x 43/ 4 " deep 

8 V 4 " diam. 

1 

40-watt 

UL1110 

9" diam. x 4 3 / 4 " deep 

IOV 4 " diam. 

1 

75 watt 

UL1112 

10 %" diam. x 4 3 / 4 " deep 

12 " diam. 

1 

100 watt 


PACE 4 
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All boxes listed below are NOT asbestos lined and do not carry Underwriters' approval 
but may be used where Underwriters' inspection is NOT required. All are equipped 
with crimped chromium reflectors. 



No. 913 



No. 912 



No. 809 


FLUSH BUILT-IN LIGHT BOXES 


Cat. No. of 


No. 

Box Size 

Frame Size 

Lights 

912 

6% x 63/ 4 x 41/4" 

OO 

X 

OO 

1 

913 

43/4 x 73/4 x 41/4" 

6 x 9" 

1 

914 

83/ 4 x 83/ 4 x 41/4" 

10 x 10" 

1 

915 

61/4 x 103/4 x 41/4" 

71/2x12" 

1 

917 

43/4 X 143/4 X 41/4" 

6x16" 

2 

918 

103/4 X 103/4x41/4" 

12x12" 

. 2.. 

920 

133/4 X 133/4 X 51/2" 

15 x 15" 

4 

921 

00 

^co 

X 

00 

.co 

X 

Cn 

10x20" 

2 

NOTE: Frames of the 900 and 800 units are 

interchangeable, thus enabling 

the user to make a semi-recessed box from a flush box or 

vice-versa. 


SEMI-RECESSED BUILT-IN LIGHT BOXES 


Cat. 

No. 

Box Size 

Frame Size 

No. of 
Lights 

808 

63/4 x 63/4x41/4" 

OO 

X 

OO 

1 

809 

43/4 x 73/4x41/4" 

6 x 9" 

1 

810 

83/ 4 x 83/ 4 x 41/4" 

10 x 10" 

1 

812 

6 1/4 x 103/4x41/4" 

71/2 x 12" 

1 

813 

43/4 X 143/4 X 41/4" 

6x 16" 

2 

814 

1 — 1 

0 

.CO 

X 

0 

.CO 

X 

12 x 12" 

2 

815 

133/4 X 133/4 X 51/2" 

15x15" 

4 

816 

83/ 4 X 183/4 X 51/2" 

10x20" 

2 


NOTE: Frames of the 900 and 800 units are interchangeable, thus enabling 
the user to make a semi-recessed box from a flush box or vice-versa. 



No. 1308 


ROUND FLUSH BUILT-IN LIGHT BOXES 


Cat. 

No. 

Box Size. 

Frame 

Size 

No. of 
Lights 

1308 

61/2" diam. 41/4" deep 

81/4" diam. 

1 

1310 

81/2 diam. 41/4" deep 

IOI/4" diam. 

1 

1312 

103/8 diam. 41/4" deep 

12" diam. 

2 

1314 

121/2" diam. 41/4" deep 

141/8" diam. 

2 
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All boxes listed below are NOT asbestos lined and do not carry Underwriters' approval 
but may be used where Underwriters' inspection is NOT required. 



1200 


1150 


*1350 




No. 1350 


No. 1050 



No. 19 UTILITY DISPLAY BOARD 
(Assembled Complete) 


No. 1200 G 


RECESS OR BUILT-IN FLUSH LIGHTING WITH CHROME PLATED FRAMES 
STOCK NUMBERS AND DIMENSIONS 


No. 1050 Square Box 6Vs" x 6Vg" x 4" Depth 
Frame x 

No. 1100 Box 7%" x 5 Vs" x 4" Depth 
Frame 9"x6 3 /4" 

No. 1150 Hexagon Box 6 Vs" Across. 7" Corner to Corner x 4" Depth 
Frame 7%'' Across. 8 3 / 4 /# Corner to Corner 

No. 1200 Box 101 / 4 " x 6" x 4" Depth 
Frame 11 3 Ax 7Vi" 

No. 1200 G Box IOV 4 " x 6" x 4" Depth 
Frame 11%" x 71 / 2 " 

No. 1300 Box 7" Round x 4" Depth 
Frame 8" 

No. 1350 Box 9" Round x 4" Depth 
Frame 10" 


The above boxes can be furnished with Protecting Wire Guards as shown 
on the No. 1200-G. Suitable for Gymnasiums, Dance Halls, etc. 

Prices for Special Sizes and Finishes Upon Request. 
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PRODUCTS or DU COO ESS 




SHALLOW TYPE SURFACE BOXES 

MADE OF SOLID BRASS 


SQUARE BOXES 


OBLONG BOXES 




No. 370 


No. 340 


Size—12" Square 
Depth—4 V 8 '' 

Wired—Two Lights 
Glass—Flashed Opal 


Width— 71 / 2 " 

Length—12" 

Depth—41/8" 

Wired—One Light 
Glass—Flashed Opal 




No. 360 


No. 330 


Size—10" Square 
Depth—4 Vs" 

Wired—One Light 
Glass—Flashed Opal 


Width—6" 

Length—10" 

Depth— 41 / 3 '' 

Wired—One Light 
Glass—Flashed Opal 


FINISHES 

Polished Chromium 
Colonial Brass 
Bank Bronze 
Pewter 

No. 350 

Size— 8" Square 
Depth—41/8 " 

Wired—One Light 
Glass—Flashed Opal 




No. 320 


Width— 41 / 2 " 

Length—8" 

Depth—4 Vs” 

Wired—One Light 
Glass—Flashed Opal 


MADE WITH RECESSED BACK FOR EASY MOUNTING 
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LUMILINB LAMP FIXTURE 


Listed and Approved by Underwriters* Laboratories, Inc. 



No. 600/12 


No. 611/12 


No. 621/12 


No. 620/12 


(For 12" Lamp) 

Back Plate—2 3 /4"xl3V4" 
Wired—1 Lt. with Switch in Cap 


(For 12" Lamp) 

Back Plate—2 3 /4"xl3" 

Wired—1 Lt. with Switch in Cap 


(For 12" Lamp) 

Back Plate—2 3 /4"xl3" 

Wired—1 Lt. with Switch in Cap 


(For 12" Lamp) 
with Convenience Outlet 
Back Plate— 2 3 / 4 "x 14 3 / 4 " 
Wired—1 Lt. with Switch in Cap 


No. 600/18 


No. 611/18 


No. 621/18 


No. 620/18 


(For 18" Lamp) 

Back Plate—2 3 /4"xl9y4" 
Wired—1 Lt. with Switch in Cap 


(For 18" Lamp) 

Back Plate—2 3 /4"xl9" 

Wired—1 Lt. with Switch in Cap 


(For 18" Lamp) 

Back Plate—2 3 / 4 "xl9" 
Wired—1 Lt. with Switch in Cap 


(For 18" Lamp) 
with Converr jice Outlet 
Back Plate—2 3 /4"x20 3 /4" 
Wired—1 Lt. with Switch in Cap 


Stock Finish—Polished Chromium. 


Made of Solid Brass—22 B<SS Gauge. 


Note—All above can be furnished with 4y 8 " Round Plate to cover 4" box as shown on No. B620. Add 45c to list price. 
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Listed and Approved by Underwriters* Laboratories Inc. 






No. BG20/12 


No. 700/12 


No. 711/12 


No. 721/12 


(For 12" Lamp) 
with Convenience Outlet 
Back Plate—4Vs"xl43/ 4 ” 
Wired—1 Lt. with Switch in Cap 


(For 12" Lamp) 
Back Plate—23/ 4 "x13V 4 '' 

Extreme Width—4Vs" 


(For 12" Lamp) 
Back Plate—2 3 / 4 "xl3" 
Extreme Width—3V 4 " 


Wired—1 Lt. with Switch in Cap Wired—1 Lt. with Switch in Cap 


(For 12" Lamp) 

Back Plate—2 3 / 4 "xl3" 
Extreme Width—3 3 / 4 " 

Wired—1 Lt. with Switch in Cap 


No. B620/18 


No. 700/18 


No. 711/18 


No. 721/18 


(For 18" Lamp) 
with Convenience Outlet 
Back Plate—4 1 /8 , x20 3 / 4 " 
Wired—1 Lt. with Switch in Cap 


(For 18" Lamp) 

Back Plate—2 3 / 4 "xl9 1 / 4 " 
Extreme Width—4 Vq # " 

Wired—1 Lt. with Switch in Cap 


(For 18" Lamp) 

Back Plate—2 3 / 4 "xl9" 
Extreme Width—3y 4 " 

Wired—1 Lt. with Switch in Cap 


(For 18" Lamp) 

Back Plate—2 3 / 4 "xl9" 
Extreme Width—3 3 / 4 '' 

Wired—1 Lt. with Switch in Cap 


Stock Finish—Polished Chromium. Made of Solid Brass—22 B&S Gauge. 

Nos. 700, 711 and 721 are decorated with twisted glass rods in 

Blue, Crystal or Amber 

Note—All above can be furnished with 4'/8" Round Plate to cover 4" box as shown on No. BG20. Add 45c to list price. 
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Id II M I Id I IN' Id Id 2 ^. M IP IF I cX! T II R Id 

Listed and Approved by Underwriters* Laboratories, Inc. 



No. 604/12 


No. B604/12 


(For 12" Lamp) 
with Adjustable Reflector 
Back Plate—23/4"xl3l/ 4 " 
Wired—1 Lt. with Switch 


(For 12" Lamp) 
with Adjustable Reflector 

Back Plate—41/s" x 13V 4 " 
Wired—1 Lt. with Switch 



No. 625/12 


No. B625/12 


(For 12" Lamp) 
with Convenience Outlet 
and Adjustable Reflector 
Back Plate— 23/ 4 ''x143/ 4 " 
Wired—1 Lt. with Switch 


(For 12" Lamp) 
with Convenience Outlet 
and Adjustable Reflector 
Back Plate—4 1 /8"xl43/ 4 " 
Wired—1 Lt. with Switch 


No. 604/18 


No. B604/18 


No. 625/18 


No. B625/18 


(For 18" Lamp) 
with Adjustable Reflector 
Back Plate—23/ 4 "x 19V 4 " 
Wired—1 Lt. with Switch 


(For 18" Lamp) 
with Adjustable Reflector 
Back Plate—4 1 /8"xl9 1 / 4 " 
Wired—1 Lt. with Switch 


(For 18" Lamp) 
with Convenience Outlet 
and Adjustable Reflector 
Back Plate—23/ 4 "x203/ 4 " 
Wired—1 Lt. with Switch 


(For 18" Lamp) 
with Convenience Outlet 
and Adjustable Reflector 
Back Plate—4 % "x20 3 / 4 " 
Wired—1 Lt. with Switch 


Made of Solid Brass—22 B<&S Gauge. 


Stock Finish—Polished Chromium. 


Note—All above are furnished only with regular pin switch as illustrated. 


PAGE 10 
































PCCDICTS cr PROGRESS 
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No. 601/12 

(For 12" Lamp) 

Back Plate—2 5 /8"xl3" 
Spread of Glass Louvres—! 
Wired—1 Lt. with Switch 


No. 610/12 

(For 12" Lamp) 

Back Plate— 2 3 / 4 "xl 3 " 
Spread of Glass Louvres—5V2 
Wired—1 Light with Switch 


No. 602/12 

(For 12" Lamp) 

Back Plate— 4 1 / 2 "xl 3 " 
Spread of Glass Louvres— 6 3 / 4 " 
Wired—2 Lights with Switch 


No. 603/12 

(For 12" Lamp) 

Back Plate—6"xl3" 
Spread of Glass Louvres— 8 " 
Wired—3 Lights with Switch 


No. 601/18 


(For 18" Lamp) 

Back Plate—2 5 /a"xl9" 
Spread of Glass Louvres—5" 
Wired—1 Lt. with Switch 


No. 610/18 

(For 18" Lamp) 

Back Plate— 2 3 / 4 "xl 9 " 
Spread of Glass Louvres—5V 2 " 
Wired—1 Light with Switch 


No. 602/18 

(For 18" Lamp) 

Back Plate— 4 1 / 2 "xl 9 " 
Spread of Glass Louvres— 6 3 / 4 " 
Wired—2 Lts. with Switch 


No. 603/18 

(For 18" Lamp) 

Back Plate—6"xl9" 
Spread of Glass Louvres— 8 " 
Wired—3 Lts. with Switch 



NOTE:—Nos. 601 and 610 can be fur¬ 
nished with AW Round Plate to 
cover 4" box as shown on No. B604. 
Add 45c to list price. 


No. 605/12 

(For 12" Lamp) 

Back Plate—OS/s^xM 1 //' 
Height Overall—19" 
Spread of Glass Louvres— 43 / 4 " 
Wired—1 Light with Switch 

No. 605/18 

(For 18" Lamp) 

Back Plate— 

Height Overall—25" 
Spread of Glass Louvres—4 3 / 4 " 
Wired—1 Lt. with Switch 


No. 622/12 

(For 12" Lamp) 

Back Plate—4 1 /s ,, xl3 1 /i" 
Wired—2 Lights with Switch 

No. 622/18 

(For 18" Lamp) 

Back Plate—4 1 /s ,, xl9 1 /4 
Wired—2 Lts. with Switch 




No. 623/12 

(For 12" Lamp) 

Back Plate—5"xl3" 
Wired—3 Lights with Switch 

No. 623/10 

(For 18" Lamp) 

Back Plate—5"xl9" 
Wired—3 Lts. with Switch 


Stock Finish—Polished Chromium. 


Made of Solid Brass—22 B&S Gauge. 
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FOR THE RECREATION ROOM 

MADE OF SOUD BRASS 



No. 3001 


Spread— 8 " 

Height Overall— 8 V 4 " 
Canopy— 4 V 4 '' Round 
Wired—One Light 



No. 3002 


Spread—15" 

Height Overall— 71 / 2 ' 
Wired—Two Lights 


FINISHES 

Colonial Brass 
Bank Bronze 
Black & Gold 
Pewter 

Glass — Clear Marine Cylinder 



No. 3003 


Spread—15" 

Height Overall— 71 / 2 " 
Wired—Three Lights 



No. 112 


Diameter—5" 

Height Overall—10 3 /i" 
Extension from Wall— 7" 
Wired—One Light 
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FOR THE RECREATION ROOM 

MADE OF SOLID BRASS 



No. 3101 


Spread—8" 

Height Overall—9Vf'' 
Canopy—Round 
Wired—One Light 



No. 3102 


Spread—15" 

Height Overall—8V 2 *' 
Wired—Two Lights 


FINISHES 

Colonial Brass 
Bank Bronze 
Black and Gold 
Pewter 


Glass — Clear Fresnal Cylinder 



No. 3103 



No. 761 

Diameter—4 V 2 ' * 

Height Overall—11 3 / 4 " 
Extension from Wall—6" 
Wired—One Light 


Spread—15" 

Height Overall—8 V 2 '' 
Wired—Three Lights 
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FOR THE RECREATION ROOM 

MADE OF SOLID COPPER AND ALUMINUM 



No. 2102 

Spread—14" 

Height Overall— Q 3 /^" 

Canopy— 4 V 4 ” Round 

Glass—CRO or Clear Cylinder 

Wired—Two Lights 




No. 2002 

Spread—12" 

Height Overall—7 3 /|" 
Canopy—4V 4 " Round 
Glass—Amber 
Wired—Two Lights 



No. 2103 

Spread—14" 

Height Overall—8%" 

Canopy— 4 V 4 " Round 
Glass—CRO or Clear Cylinder 
Wired—Three Lights 


No. 2003 

Spread—12" 

Height Overall—7 3 / 4 " 
Canopy— 4 V 4 " Round 
Glass—Amber 
Wired—Three Lights 


FINISHES 

Black and Gold or Antique Copper. Arms Finished in Black or Swedish Iron Only. 
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WEATHERPROOF OUTDOOR ALL-COPPER LANTERNS 



No. 578 


Diameter—4 3 / 4 " 

Height Overall—10" 

Extension from Wall—7V 2 

Wired—One Light 

Glass—CRO or Clear Cylinder 

Finish—Antique Copper, Satin Black 

or Colonial Brass 



No. 583 

Diameter—5" 

Height Overall—9V 2 ’* 

Extension from Wall—7 V 2 

Wired—One Light 

Glass—CRO or Clear Cylinder 

Finish—Antique Copper, Satin Black 

or Colonial Brass 



No. 574 

Diameter— 4 V 4 " 

Height Overall—9V 2 " 

Extension from Wall— 7" 

Wired—One Light 
Glass—Clear Marine Cylinder 
Finish—Antique Copper, Satin Black 
or Colonial Brass 



No. 577 

Diameter— 43 / 4 " 

Length Overall—11" 

Wired—One Light 
Glass—CRO or Clear Cylinder 
Finish—Antique Copper, Satin Black 
or Colonial Brass 



No. 582 

Diameter—5" 

Length Overall—IOV 2 " 

Wired—One Light 
Glass—CRO or Clear Cylinder 
Finish—Antique Copper, Satin Black 
or Colonial Brass 



No. 573 

Diameter—4V4" 

Length Overall—11" 

Wired—One Light 
Glass—Clear Marine Cylinder 
Finish—Antique Copper, Satin Black 
or Colonial Brass 
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WEATHERPROOF OUTDOOR ALL-COPPER LANTERNS 




No. 576 

Diameter— 4 V 4 ” 

Height Overall— 93 / 4 '' 

Extension from Wall— 7" 

Wired—One Light 
Glass—Clear Marine Cylinder 
Finish—Antique Copper, Satin Black 
or Colonial Brass 



No. 575 

Diameter— A^/ 4 " 

Length Overall—lOyi” 

Wired—One Light 

Glass—Clear Marine Cylinder 

Finish—Antique Copper, Satin Black 
or Colonial Brass 


No. 588 

Diameter—4" 

Height Overall—9" 

Extension from Wall— l^/i’ 

Wired—One Light 
Glass—Amber 

Finish—Antique Copper, Satin Black 
or Colonial Brass 



No. 587 

Diameter—4" 

Length Overall—8 3 /i" 

Wired—One Light 
Glass—Amber 

Finish—Antique Copper, Satin Black 
or Colonial Brass 


No. 581 

Diameter—5" 

Height Overall—9'' 

Extension from Wall—7 1 / 2 " 

Wired—One Light 
Glass—CRO or Clear Cylinder 
Finish—Antique Copper, Satin Black 
or Colonial Brass 



No. 580 

Diameter—5" 

Length Overall—9" 

Wired—One Light 
Glass—CRO or Clear Cylinder 
Finish—Antique Copper, Satin Black 
or Colonial Brass 
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WEATHERPROOF OUTDOOR ALL-COPPER LANTERNS 



No. 562 

Diameter— 6 " 

Height Overall— 8 V 4 " 

Extension from Wall—8" 

Wired—One Light 
Glass—Clear or Amber Cylinder 
Finish—Antique Copper, Satin Black 
or Colonial Brass 



No. 599 

Diameter—4 Vs'' 

Height Overall—8 V 2 * * 

Extension from Wall—61,4" 

Wired—One Light 
Glass—Clear Marine Cylinder 
Finish—Antique Copper, Satin Black 
or Colonial Brass 



No. 561 

Diameter—6" 

Length Overall—9Vs” 

Wired—One Light 
Glass—Clear or Amber Cylinder 
Finish—Antique Copper, Satin Black 
or Colonial Bras* 



No. 598 

Diameter—4 5 /s" 

Length Overall—8 3 /i" 

Wired—One Light 
Glass—Clear Marine Cylinder 
Finish—Antique Copper, Satin Black 
or Colonial Brass 
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WEATHERPROOF OUTDOOR ALL-COPPER LANTERNS 



No. 115 

Diameter—5" 

Height Overall—9” 

Extension from Wall—7" 

Wired—One Light 
Glass—Clear Marine Cylinder 
Finish—Antique Copper, Satin Black 
or Colonial Brass 



No. 110 

Diameter—5" 

Length Overall—9W' 

Wired—One Light 
Glass—Clear Marine Cylinder 
Finish—Antique Copper, Satin Black 
or Colonial Brass 




NOTE:—Nos. 572 and 
579 are also made of 
Solid Brass (at no ad¬ 
ditional charge) in the 
following finishes: 

Colonial Brass 
Bank Bronze 
Pewter 


No. 579 

Diameter—5" 

Length Overall— 

Wired—One Light 
Glass—CRO or Clear Cylinder 
Finish—Antique Copper or Satin 
Black 


No. 572 

Diameter—4 ^ " 

Length Overall—8 3 /i" 

Wired—One Light 
Glass—Clear Marine Cylinder 
Finish—Antique Copper or Satin 
Black 
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WEATHERPROOF OUTDOOR ALL-COPPER LANTERNS 



No. 552 

Diameter—5 1 / 2 " 

Extension from Wall— 6 V 2 " 

Height Overall—12" 

Wired—One Light 
Glass—CRI or Clear Cylinder 
Finish—Black and Gold, Antique 
Copper or Colonial Brass 



wm 


■V ; 

> fi 

■ ■ 



ik 


No. 549 

Diameter— 

Height Overall— 8 V 2 ” 

Extension from Wall—7" 

Wired—One Light 
Glass—CRI or Clear Cylinder 
Finish—Antique Copper, Satin Black 
or Colonial Brass 



IJo. 765 

Diameter—5V4 
Depth— 8 " 

Height Overall—13" 

Extension from Wall— 6 V 2 ” 

Wired—One Light 
Glass—Clear Cylinder 
Finish—Antique Copper or Satin 
Black 



No. 551 


Diameter— 51 / 2 " 

Length Overall— W/ 2 " 

Wired—One Light 

Glass—CRI or Clear Cylinder 

Finish—Black and Gold, Antique 
Copper or Colonial Brass 



No. 548 

Diameter— $ 1/2 ' 

Length Overall— 9 V 4 " 

Wired—One Light 
Glass—CRI or Clear Cylinder 
Finish—Antique Copper, Satin Black 
or Colonial Brass 



No. 764 

Diameter— 5 V 4 " 

Depth—8" 

Length Overall—11 1 / 2 ” 

Wired—One Light 
Glass—Clear Cylinder 
Finish—Antique Copper or Satin 
Black 
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WEATHERPROOF OUTDOOR ALL-COPPER LANTERNS 



No. 545 

Diameter— Ay^" 

Depth—11” 

Length Overall—36” 

Wired—One Light 

Glass—Clear Plate or English Fluted 
Finish—Black and Gold, Antique 
Copper or Colonial Brass 



No. 725 

Diameter— 5 V 2 ” 

Depth— 8 V 2 " 

Extension from Wall— 6 V 2 " 

Height Overall—13 Vi" 

Side Hinge Door 
Wired—One Light 

Finish—Antique Copper, Satin Black 
or Colonial Brass 



No. 546 


Diameter— 4 V 4 " Square 
Extension from Wall— 43 / 4 ” 

Height Overall—12” 

Wired—One Light 

Glass—Clear Plate or English Fluted 
Finish—Black and Gold, Antique 
Copper or Colonial Brass 



No. 720 

Diameter— by^' 

Depth— ^ 2 " 

Extension from Wall— 4 V 2 ” 

Height Overall—10” 

Side Hinge Door 
Wired—One Light 

Finish—Antique Copper, Satin Black 
or Colonial Brass 



No. 544 

Diameter—4 1 /4” 

Length Overall—14 1 / 2 " 

Wired—One Light 

Glass—Clear Plate or English Fluted 
Finish—Black and Gold, Antique 
Copper or Colonial Brass 



No. 547 

Diameter—4 1 /4” 

Depth—12” 

Extension from Wall—6%" 

Wired—One Light 

Glass—Clear Plate or English Fluted 
Finish—Black and Gold, Antique 
Copper or Colonial Brass 
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PCCDICT5 €f PC€GCES§: 


WEATHERPROOF OUTDOOR ALL-COPPER LANTERNS 



No. 759 

Diameter—4V2*' 

Depth— 71 / 2 " 

Length Overall—36" 

Wired—One Light 
Glass—Clear Fresnal Cylinder 
Finish—Antique Copper, Satin Black 
or Colonial Brass 



No. 541 


Diameter— by 2 " 

Length Overall—15" 

Wired—One Light 
Glass—Clear Cylinder 

Finish—Black and Gold, Antique 
Copper or Colonial Brass 



No. 758 

Diameter—4 Vi" 

Depth— 7 V 2 " 

Length Overall—9 3 / 4 " 

Wired—One Light 
Glass—Clear Fresnal Cylinder 
Finish—Antique Copper, Satin Black 
or Colonial Brass 



No. 760 

Diameter— 41 / 2 " 

Depth— 71 / 2 " 

Height Overall—10" 

Extension from Wall— 63 / 4 " 

Wired—One Light 
Glass—Clear Fresnal Cylinder 
Finish—Antique Copper, Satin Black 
or Colonial Brass 



No. 542 

Diameter—SVi" 

Depth—10 V 2 # # 

Length Overall—36" 

Wired—One Light 
Glass—Clear Cylinder 
Finish—Black and Gold, Antique 
Copper or Colonial Brass 



No. 543 

Diameter— 51 / 2 " 

Height Overall—14" 

Extension from Wall—6*4" 

Wired—One Light 
Glass—Clear Cylinder 
Finish—Black and Gold, Antique 
Copper or Colonial Brass 
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PRODUCTS CD PPCCPCSS 




WEATHERPROOF OUTDOOR ALL-COPPER LANTERNS 



No. 288 

Diameter—10" 

Extreme Extension—9V 2 
Height Overall—19" 

Wired—One Light 

Finish: Antique Copper or Satin 
Black 



No. 1421 

Diameter—6" 

Depth—10" 

Extreme Extension—8 3 /i" 

Height Overall—15" 

Wired—One Light 

Finish—Antique Copper or Satin 
Black 



No. 597 

Diameter— 51 / 2 " 

Depth— 71 / 2 " 

Height Overall—10" 

Extreme Extension—7" 

Wired—One Light 

Finish: Antique Copper or Satin 
Black 



No. 1420 

Diameter—6" 

Depth—10" 

Extreme Extension—8%" 

Height Overall—15" 

Wired—One Light 
Finish—Antique Copper or Satin 
Black 



No. 280 

Diameter— 

Extreme Extension—8 3 /i" 

Depth—9" 

Height Overall—13V2” 

Wired—One Light 

Finish: Antique Copper or Satin 
Black 



No. 1425 

Diameter—6" 

Depth—10" 

Height Overall—16" 

Wired—One Light 
Finish—Antique Copper or Satin 
Black 
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ssxss PEC DUCTS Cf PPCCPESSxsx; 

RUST-PROOF OUTDOOR LIGHTING 



No. 738 

Made of Galvan. Iron 
Diameter—4 1 /2” Square 
Height Overall—7 3 / 4 " 

Extreme Extension—5" 

Wired—One Light 

Finish: Satin Black or Verde Green 



No. 741 

Made of Galvan. Iron 
Diameter—3%" Square 
Depth—7 3 / 4 " 

Extreme Extension—5" 

Wired—One Light 

Hinged—Bottom Door 

Finish: Satin Black or Verde Green 



No. 736 

Made of Galvan. Iron 
Diameter—3 3 / 4 " Square 
Depth— W/i 
Extreme Extension—5" 

Wired—One Light 

Finish: Satin Black or Verde Green 



No. 740 

Made of Galvan. Iron 
Diameter—5 J / 4 " Square 
Depth—43/ 4 " 

Height Overall— 672 '' 

Wired—One Light 

Finish: Satin Black or Verde Green 



No. 1422 

Made of Galvan. Iron 
Diameter—4 V 4 " 

Depth— 8 " 

Extreme Extension—VW' 

Height Overall—10" 

Wired—One Light 

Finish: Satin Black or Verde Green 



No. 1423 

Made of Galvan. Iron 
Diameter—4y 4 " 

Depth— 8 " 

Height Overall—lH/V' 

Wired—One Light 

Finish: Satin Black or Verde Green 



No. 591 

Diameter— 121 / 2 " 

Depth—4" 

Wired—Two Lights 

Finish—Flemish Bronze \ Satin Black 

or Colonial Brass 



No. 596 

Made of Solid Copper 

Diameter—3 3 / 4 '' 

Depth—5y 4 " 

Height Overall— 71 / 2 " 

Extreme Extension—5 3 / 4 " 

Wired—One Light 

Finish—Antique Copper, Satin Black 
or Colonial Brass 



No. 590 


Diameter—7" 

Depth—3 3 / 4 " 

Wired—One Light 

Finish—Flemish Bronze , Satin Black 
or Colonial Brass 
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PCCMJCTS Cf PROGRESS-: 



No. 592 

Diameter— 7" x 12" 

Depth—47i" 

Wired—One Light 
Glass—Flashed Opal or Amber 
Finish—Flemish Bronze, Satin Black 
or Pewter 



No. 594 

Diameter—972” Square 
Depth— 4 V 4 " 

Wired—Two Lights 
Glass—Flashed Opal or Amber 
Finish—Flemish Bronze, Satin Black 
or Pewter 



No. 748 


Diameter—10 V 2 
Height Overall—4 V 2 * * 

Wired—Two Lights 

Hinged Bottom Door 

Finish: Flemish Bronze or Satin Black 




No. 570 

Diameter—11V 2 " 

Depth—4" 

Wired—Two Lights 

Hinged Bottom Door 

Finish: Flemish Bronze or Satin Black 



No. 705 

Diameter— 7 3 / 4 " 

Depth—9" 

Wired—One Light 

Finish: Flemish Bronze or Satin Black 


No. 745 

Diameter— 872 ” 

Height Overall—572" 

Wired—One Light 

Hinged Bottom Door 

Finish: Flemish Bronze or Satin Black 
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S/VS/VA* 1 
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<"WA#A.A.Al 



No. 1535 


No. 503 


Diameter—7" 

Depth—12" 

Length Overall—42" 

Wired—Two Lights 
Finish—Colonial Brass, Bank 
Bronze or Pewter 


No. 504 

Diameter— &U" 

Depth—11" 

Length Overall—42" 

Wired—Three Lights 
Finish—Colonial Brass, Bank 
Bronze or Pewter 


No. 525 


Spread—12" 

Depth—12" 

Length Overall—36" 

Wired—One Light 

Finish—Black and Gold or Pewter. 


Diameter—lO 1 /^” 

Depth— 121 / 2 " 

Length Overall—36" 

Hinge Side Door 

Wired—One Light 

Finish—Black and Gold or Pewter. 









No. 502 

Diameter—572 " 

Depth—10" 

Length Overall—42" 

Wired—One Light 
Finish—Colonial Brass, Bank 
Bronze or Pewter 


No. 524 

Diameter— 81/2 " 

Depth—9V2" 

Length Overall—42" 

Wired—One Light 
Finish—Colonial Brass, Bank 
Bronze or Pewter 


No. 528 

Diameter— 7" 

Depth—9" 

Length Overall—42" 

Wired—One Light 

Finish—Colonial Brass, Bank 
Bronze or Pewter 


No. 722 

Diameter— 

Depth— 8 i/ 2 " 

Length Overall—42" 

Side Hinge Door 
Wired—One Light 
Finish—Colonial Brass, Bank 
Bronze or Pewter 


PAGE 25 








































PRODUCTS or DDCGDESS 






SOLID BRASS INDOOR LANTERNS 



No. 531 


Diameter—6" 

Depth—6" 

Length Overall—36" 

Wired—One Light 
Glass—Clear Cylinder 
Finish—Colonial Brass, Bank Bronze, 
Pewter, or Antique Brass 



No. 529 

Diameter— 6 " 

Depth— 6 " 

Length Overall—9" 

Glass—Clear Cylinder 
Wired—One Light 

Finish—Colonial Brass, Bank Bronze, 
Pewter, or Antique Brass 



No. 532 

Diameter—7^ ,f 
Depth— 8 I /2 " 

Length Overall—42" 

Glass—CRO Cylinder, Mitre Cut 
Wired—One Light 

Finish—Colonial Brass, Bank Bronze, 
Pewter, or Antique Brass 


No. 534 

Diameter— 6 V 4 " 

Depth—7" 

Length Overall—36" 

Glass—CRO Cylinder, Mitre Cut 
Wired—One Light 

Finish—Colonial Brass, Bank Bronze, 
Pewter, or Antique Brass 



No. 530 


Diameter—6" 

Depth— 71 / 2 " 

Length Overall—42" 

Glass—CRO Cylinder, Mitre Cut 
Wired—One Light 

Finish—Colonial Brass, Bank Bronze, 
Pewter, or Antique Brass 



No. 533 

Diameter— 6 V 4 " 

Depth—7" 

Length Overall—9 3 /i" 

Glass—CRO Cylinder, Mitre Cut. 
Wired—One Light 

Finish—Colonial Brass, Bank Bronze, 
Pewter, or Antique Brass 
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PRODUCTS OF PRCGEESS: 


VAPOR-PROOF 
SHOWER LIGHT 


A 


No. 904 

Glass—4" Length (40 Watt) 
Holder—5" Diameter 
Length Overall— 6 V 2 ' # 
Finish—Polished Chromium 

Satin or Opal Glass 


V 



A 

No. 905 

Glass—5" Length (75 Watt) 
Holder—5" Diameter 
Length Overall— 7 ^/ 2 " 
Finish—Polished Chromium 

Satin or Opal Glass 

V 


No. 904-905 

MADE OF SOLID BRASS 



No. 1710-L 

Directional Surface Ladies' Sign 
Spread—12" Height— 6 V 4 " 

Extends from Wall— ly^' 

Wired—One Light with 6 ' Cord and 
attachment plug 

Finish: Bank Bronze with Chromium 
Frame 

The above box can be furnished 
with Men's sign. 


Directional Built-in Flush Men's Sign 
Spread—11V 2 
Height—5 3 /i' 

Depth—3" 

Wired—One Light 
Finish: Chromium 

The above box can be furnished 
with Ladies' sign. 
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PRODUCTS or PROGRESS 



No. 202 

Upright Piano Reflector 

Spread—9" 

Extension—3" 

Shade—Aluminum lined inside and 
rotates to desired position 
Finish: Bronze 



No. 240 

Adjustable Metal Picture Frame 
Reflector 


Spread— 8 V 2 " 

Adjustable to any angle 
Shade—Aluminum lined inside and 
extends up to 9^2 " 

Suitable for various other purposes 
where a reflector is essential 
Finish: Gold or Bronze 



No. 243 

Adjustable Metal Reflector for Music 
Stand or Baby Grand Piano 

Spread—9" 

Shade—Aluminum lined inside and 
rotates to desired position 
Finish: Bronze 



No. 201 

Metal Reflector for Aquarium or 
Show Case 

Spread—9" 

Extension— 

Shade—Aluminum lined inside and 
rotates to desired position 
Wired—One Light 
Finish: Bronze or Antique Gold 


No. 255 

Spread— Yiy^' 

Can be extended from wall up to 
83/ 4 " 

Shade—Aluminum lined inside 
Wired—Two Lights 
Finish: Statuary Bronze 




No. 260 

Adjustable Metal Reflector Espe¬ 
cially Designed for Baby Grand 
Piano 

Spread—9" 

Shade—Aluminum lined inside and 
rotates to desired position 
Finish: Bronze 



No. 250 

Adjustable Metal Two Light Reflector 

Spread—16" 

Can be adjusted to any desired 
position 

Shade—Aluminum lined inside 
Wired with Twin Socket 
Finish: Bronze or Gold 
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LIST PRICES AND INDEX 

ALL PREVIOUS PRICES SUPERSEDED BY PRICES IN THIS LIST 

All Numbers Not Listed Are Discontinued 


LANTERNS APPROVED BY UNDERWRITERS’ LABORATORIES, INC. 

THE FOLLOWING LANTERNS CAN BE FURNISHED WITH UNDERWRITERS’ LABELS. 

ADD 30c TO LIST. 


110, 112, 115, 280, 288, 541, 543, 544, 546, 547, 548, 549, 551, 552, 561, 562, 572, 573, 574, 575, 576, 577, 578, 
579, 580, 581, 582, 583, 587, 588, 596, 597, 598, 599, 720, 725, 758, 760, 761, 764, 765, 1420, 1421, 1425. 


Catalogue Page List 

Number No. Price 


110 Antique Copper (Copper Metal) . . . 18. . . $4.05 

110 Satin Black (Copper Metal). 18... 4.05 

110 Colonial Brass (Brass Metal). 18... 4.50 

112 . 12... 6.00 

115 Antique Copper (Copper Metal) . . . 18. . . 4.05 

115 Satin Black (Copper Metal). 18... 4.05 

115 Colonial Brass (Brass Metal). 18... 4.50 

201 . 28... 2.10 

202 . 28... 2.70 

240 . 28... 1.95 

243 . 28... 2.70 

250 . 28... 5.70 

255 . 28... 5.25 

260 28... 5.25 

280 . 22... 10.50 

288 . 22... 18.75 

UL 302 4 . . . 6.30 

UL 303 4. . . 6.30 

UL 304 4. . . 7.80 

UL 305 4. . . 7.80 

UL 307 4. . . 9.00 

UL 308 4. . . 10.05 

320 . 7... 6.60 

330 7. . . 9.30 

340 . 7... 11.70 

350 . 7... 6.90 

360 . 7... 9.60 

370 . 7... 12.00 

UL 402 3 . . . 7.05 

UL 403 3 . . . 7.05 

UL 404 3. . . 8.55 

UL 405 3. . . 8.55 

UL 407 3. . . 10.05 

UL 408 3. . . 11.10 

502 . 25... 7.80 

503 . 25... 10.20 

504 . 25... 12.75 

524 .23. . . 9.00 

525 . 25... 10.50 

528 .25. . . 9.00 

▼ 529 . 26... 5.25 

530 . 26... 9.75 

▼ 531 . 26... 5.40 

532 . 26... 15.00 

533 . 26... 6.15 


Catalogue Page List 

Number No. Price 


534 . 26... $6.30 

541 Antique Copper (Copper Metal) . . .21. . . 6.75 

541 Black and Gold (Copper Metal) . . . .21. . . 6.75 

541 Colonial Brass (Brass Metal). 21... 7.20 

542 Antique Copper (Copper Metal) . . .21. . . 6.75 

542 Black and Gold (Copper Metal) . . . .21. . . 6.75 

542 Colonial Brass (Brass Metal). 21... 7.20 

543 Antique Copper (Copper Metal) . . .21. . . 6.75 

543 Black and Gold (Copper Metal). . . .21. . . 6.75 

543 Colonial Brass (Brass Metal). 21... 7.20 

*544 Antique Copper (Copper Metal) . . .20. . . 5.70 

*544 Black and Gold (Copper Metal) . . . .20. . . 5.70 

*544 Colonial Brass (Brass Metal).20. . . 6.15 

*545 Antique Copper (Copper Metal). . .20. . . 6.60 

*545 Black and Gold (Copper Metal) . . . .20. . . 6.60 

*545 Colonial Brass (Brass Metal). 20... 7.05 

*546 Antique Copper (Copper Metal) . . .20. . . 5.70 

*546 Black and Gold (Copper Metal) . . . .20. . . 5.70 

*546 Colonial Brass (Brass Metal). 20... 6.15 

*547 Antique Copper (Copper Metal) . . .20. . . 6.90 

*547 Black and Gold (Copper Metal) . . . .20. . . 6.90 

*547 Colonial Brass (Brass Metal). 20... 7.35 


*NOTE: Numbers 544, 545, 546 and 547 can 
also be furnished with bevelled glass. Add 
$.75 to list. 


548 Antique Copper (Copper Metal) . . . 19. . . 4.50 

548 Satin Black (Copper Metal).19. . . 4.50 

548 Colonial Brass (Brass Metal). 19... 4.95 

549 Antique Copper (Copper Metal) . . . 19. . . 4.80 

549 Satin Black (Copper Metal).19. . . 4.80 

549 Colonial Brass (Brass Metal). 19... 5.25 

551 Antique Copper (Copper Metal) . . . 19. . . 5.40 

551 Black and Gold (Copper Metal) .... 19. . . 5.40 

551 Colonial Brass (Brass Metal). 19... 5.85 

552 Antique Copper (Copper Metal) . . . 19. . . 5.40 

552 Black and Gold (Copper Metal) .... 19. . . 5.40 

552 Colonial Brass (Brass Metal). 19... 5.85 

561 Antique Copper (Copper Metal) . . . 17. . . 4.80 

561 Satin Black (Copper Metal). 17... 4.80 

561 Colonial Brass (Brass Metal). 17... 5.25 

562 Antique Copper (Copper Meta 1 ) . . . 17. . . 5.10 

562 Satin Black (Copper Metal).17. . . 5.10 

562 Colonial Brass (Brass Metal). 17... 5.55 

570 . 24... 5.40 


▼Can be furnished with Amber Cylinders. Add 15c to list. 
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LIST PRICES AND INDEX 


Catalogue Page List 

Number No. Price 


572 .18... $2.85 

573 Antique Copper (Copper Metal) . . . 15. . . 3.30 

573 Satin Black (Copper Metal).15. . . 3.30 

573 Colonial Brass (Brass Metal).15. . . 3.75 

574 Antique Copper (Copper Metal) . . . 15. . . 3.60 

574 Satin Black (Copper Metal).15. . . 3.60 

574 Colonial Brass (Brass Metal).15. . . 4.05 

575 Antique Copper (Copper Metal) . . . 16. . . 3.60 

575 Satin Black (Copper Metal).16. . . 3.60 

575 Colonial Brass (Brass Metal). 16... 4.05 

576 Antique Copper (Copper Metal) . . . 16. . . 3.90 

576 Satin Black (Copper Metal).16. . . 3.90 

576 Colonial Brass (Brass Metal).16. . . 4.35 

577 Antique Copper (Copper Metal) . . . 15. . . 4.05 

577 Satin Black (Copper Metal). 15... 4.05 

577 Colonial Brass (Brass Metal). 15... 4.50 

578 Antique Copper (Copper Metal) . . . 15. . . 4.35 

578 Satin Black (Copper Metal). 15... 4.35 

578 Colonial Brass (Brass Metal). 15... 4.80 

579 . 18... 3.15 

580 Antique Copper (Copper Metal) . . . 16. . . 3.60 

580 Satin Black (Copper Metal).16. . . 3.60 

580 Colonial Brass (Brass Metal). 16... 4.05 

581 Antique Copper (Copper Metal) . . . 16. . . 3.90 

581 Satin Black (Copper Metal). 16... 3.90 

581 Colonial Brass (Brass Metal). 16... 4.35 

582 Antique Copper (Copper Metal) . . . 15. . . 4.05 

582 Satin Black (Copper Metal). 15... 4.05 

582 Colonial Brass (Brass Metal). 15... 4.50 

583 Antique Copper (Copper Metal) . . . 15. . . 4.35 

583 Satin Black (Copper Metal). 15... 4.35 

583 Colonial Brass (Brass Metal). 15... 4.80 

587 Antique Copper (Copper Metal) . . . 16. . . 3.60 

587 Satin Black (Copper Metal).16. . . 3.60 

587 Colonial Brass (Brass Metal). 16... 4.05 

588 Antique Copper (Copper Metal) .16. . . 3.90 

588 Satin Black (Copper Metal). 16... 3.90 

588 Colonial Brass (Brass Metal). 16... 4 35 

590 Flemish Bronze (Steel). 23... 3.75 

590 Satin Black (Steel). 23... 3.75 

590 Flemish Bronze (Copper Metal) . . . .23. . . 4.65 

590 Satin Black (Copper Metal). 23... 4.65 

590 Colonial Brass (Brass Metal). 23... 5.10 

591 Flemish Bronze (Steel). 23... 6.00 

591 Satin Black (Steel). 23... 6.00 

591 Flemish Bronze (Copper Metal) . . . .23. . . 7.35 

591 Satin Black (Copper Metal). 23... 7.35 

591 Colonial Brass (Brass Metal). 23... 7.80 

592 . 24... 5.55 

594 . 24... 600 

596 Antique Copper (Copper Metal) . . .23. . . 3.45 

596 Satin Black (Copper Metal).23. . . 3.45 

596 Colonial Brass (Brass Metal). 23... 3.90 

597 . 22... 5.70 

598 Antique Copper (Copper Metal). . . 17. . . 3.45 


Catalogue Page List 

Number No. Price 

598 Satin Black (Copper Metal).17. . . $3.45 

598 Colonial Brass (Brass Metal).17. . . 3.90 

599 Antique Copper (Copper Metal) . . . 17. . . 3.60 

599 Satin Black (Copper Metal).17. . . 3.60 

599 Colonial Brass (Brass Metal). 17... 4.05 

600/12 8 ... 2.70 

600/18 8 ... 3.90 

601/12 . 11... 6.60 

601/18 11... 8.70 

602/12 . 11... 10.80 

602/18 11... 15.30 

603/12 . 11... 18.00 

603/18 11... 24.00 

604/12 10... 4.50 

604/18 10... 6.15 

B604/12 10... 4.95 

B604/18 . 10... 6.60 

605/12 . 11... 9.30 

605/18 11... 12.90 

610/12 11... 6.45 

610/18 11... 8.40 

611/12 8. . . 3.15 

611/18 8. . . 4.35 

620/12 8 ... 3.60 

620/18 8 ... 5.25 

B620/12 9... 4.05 

B620/18 9... 5.70 

621/12 8. . . 3.00 

621/18 8 ... 4.20 

622/12 11... 7.95 

622/18 . 11... 10.20 

623/12 11... 10.20 

623/18 11... 12.45 

625/12 10... 5.70 

625/18 10... 7.35 

B625/12 10... 6.15 

B625/18 10... 7.80 

700/12 9... 4.50 

700/18 9... 6.15 

705 24... 4.80 

711/12 . 9. . . 4.95 

711/18 . 9. . . 6.60 

720 Antique Copper (Copper Metal) . . .20. . . 10.80 

720 Satin Black (Copper Metal). 20... 10.80 

720 Colonial Brass (Brass Metal). 20... 11.25 

721/12 9... 4.80 

721/18 9... 6.45 

722 25... 11.40 

725 Antique Copper (Copper Metal) . . .20. . . 12.75 

725 Satin Black (Copper Metal). 20... 12.75 

725 Colonial Brass (Brass Metal). 20... 13.20 
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LIST PRICES AND INDEX 


Catalogue 

Number 

736 

738 

740 

741 
745 
748 

▼758 I 
▼758 S 
▼758 
▼759 
▼759 
▼759 
▼760 
▼760 
▼760 
761 
▼764 
▼765 
808 

809 

810 
812 

813 

814 

815 

816 
904 

904 

905 
905 

912 

913 

914 

915 

917 

918 


Colonial Brass 


Colonial Brass 


Satin Glass 
Opal Glass 


Page 

No. 

List 

Price 

Catalogue 

Number 

Page 

No. 

List 

Price 

.23... 

$2.85 

920 . 

. 5. . 

. $12.15 

.23... 

3.00 

921 . 

. 5. . 

. 11.70 

.23... 

2.40 

1050 . 

. 6. . 

. 5.25 

.23... 

4.05 

1100 . 

. 6. 

. . 5.25 

.24... 

4.95 

UL1108 . 

. .. 4. . 

. . 6.75 

.24... 

5.70 

UL1110 . 

. 4. 

. . 8.55 

.21... 

6.15 

ULl 112 . 

. 4. 

. . 9.75 

.21... 

6.15 

1150 . 

. 6. 

. . 7.50 

.21... 

6.60 

1200 . 

. 6. 

. . 6.75 

.21... 

6.15 

1200-G . 

. 6. 

. . 9.00 

.21... 

6.15 

1300 . 

. 6. 

. . 6.00 

.21... 

6.60 

1308 . 

. 5. 

. . 5.55 

.21... 

6.15 

1310 . 

. 5. 

. . 7.50 

.21... 

6.15 

1312 . 

. 5. 

. . 8.40 

.21... 

6.60 

1314 . 

. 5. 

. . 10.35 

.13. . . 

7.80 

1350 . 

. 6. 

. . 8.40 

.19... 

5.70 

1420 . 

.22. 

. . 6.75 

.19... 

5.70 

1421 . 

.22. 

. . 6.75 

. 5. . . 

6.30 

1422 .. 

.23. 

. . 3.75 

. 5. . . 

6.30 

1423 . 

.23. 

. . 3.60 

. 5. . . 

7.80 

1425 . 

.22. 

. . 6.75 

. 5. . . 

7.80 

1535 . 

.25. 

. . 18.00 

. 5. . . 

9.30 

1700-M . 

.27. 

. . 6.75 

. 5. . . 

10.35 

1700-L . 

.27. 

. . 6.75 

. 5. . . 

15.90 

1710-M . 

.27. , 

. . 7.50 

. 5. . . 

15.00 

1710-1. . 

.27. 

. . 7.50 

.27... 

2.85 

2002 . 

.14. 

. . 6.90 

.27... 

3.15 

2003 . 

.14. . 

8.10 

.27... 

3.30 

2102 . 

.14. . 

. . 7.95 

.27... 

3.60 

2103 . 

.14. . 

. . 12.00 

. 5. . . 

5.55 

3001 . 

.12. 

. . 6.60 

. 5. . . 

5.55 

3002 . 

.12. 

. . 15.00 

. 5. . . 

7.05 

3003 . 

.12. . 

. 18.00 

. 5. . . 

7.05 

3101 . 

.13. , 

. . 7.35 

5. . . 

8.25 

3102 . 

.13. . 

. . 16.50 

. 5. . . 

9.30 

3103 . 

. . :.13. , 

. . 21.00 


▼Can be furnished with Amber Cylinders. Add 15c to list. 


PRINTED IN U. S. A. 














































































































